ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


F-B-2/ VEHICLE # 2 
10-23-15 

C. MOONEY # 124 
P. GONZALES # 


SUPERVISOR M.COOGLE 


1200 


1225/1240 


1240/1255 


1300/1405 


1405/1425 


1440/1455 


1500/1510 


1530/1535 


BRIEFING; ALL EQUIPMENT CHECKED OK 


FOOT BEAT PATROL AT 6801 HOLLYWOOD BLVD. 
( THE H & H COMPLEX ). ALL CHECKED OK AT THIS 
TIME. 


RADIO CALL AT 1747 CAHUENGA ( THE CVS 
PHARMACY ) REGARDING A 415 SUBJECT CAUSING 
INJURY TO HIMSELF. WE WERE UTL ON THE SUBJECT. 
WE SPOKE TO THE R/P FROM YUCCA MARKET. 


RADIO CALL AT 6250 HOLLYWOOD BLVD. ( THE W- 
HOTEL ) REGARDING A 415 SUBJECT IN THE 
LOBBY AREA. WE SPOKE TO THE R/P ( SECURITY ). 
WE ALSO OBSERVED THE 415 SUBJECTS 5150 
BEHAVIOR. IN ORDER TO AVOID A 
CONFRONTATION WITH THE SUBJECT WE MADE A 
REQUEST FOR LAPD. IN ADDITION, WE 
REQUESTED FOR A SUPERVISOR TO RESPOND . E- 
30 AND E-40 RESPONDED. LAPD NEVER ARRIVED. 
E-40 AND E-50 ADVISED UNITS TO CLEAR. THE 
SUBJECT WAS WARNED REGARDING 
TRESPASSING. HE LEFT THE LOCATION WITHOUT 
INCIDENT. 


RADIO CALL TO ASSIST F-B-5 AT 6776 HOLLYWOOD 
BLVD. ( MC DONALD’S REGARDING A 415 FEMALE 
REFUSING TO LEAVE. 


RADIO CALL AT 1313 VINE STREET REGARDING A 
SLEEPER ON THE PROPERTY. WE SPOKE TO THE 
SUBJECT ERIC. HE LEFT WITHOUT INCIDENT. 


BUSINESS CONTACT AT 6559 HOLLYWOOD BLVD. 
( THE METRO PCS STORE ). WE SPOKE TO EMPLOYEE 
LUCY. ALL CHECKED OK. 


BUSINESS CONTACT AT 1634 ARGYLE ( THE 
SUNSHINE PARKING ). WE SPOKE TO EMPLOYEE 
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1555/1625 


1650/1705 


1710/1720 


1730/1735 


1750/1800 


1810/1845 


1830/50 


2000/2010 


2030 


VIVIAN. ALL CHECKED OK. 
CODE-7 IHOP. 


RADIO CALL AT 1811 CAHUENGA ( YUCCA MARKET ) 
REGARDING A 415 SUBJECT REFUSING TO LEAVE. WE 
MADE CONTACT WITH THE R/P. WE ALSO MADE 
CONTACT WITH THE 415 SUBJECT ( ERIC ). HE LEFT 
THE LOCATION WITHOUT INCIDENT. 


BUSINESS CONTACT AT 1815 YUCCA ( PANDA 
EXPRESS ). WE SPOKE TO THE MANAGER JERELYN. ALL 
CHECKED OK AT THIS TIME. 


BUSINESS CHECK AT 1747 CAHUENGA ( CVS ). WE 
CHECKED THE PARKING LOT FOR LAMC VIOLATIONS. 
NONE OBSERVED. 


BUSINESS CHECK AT 6801 HOLLYWOOD (THE H & H 
PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR LAMC VIOLATIONS. ALL CHECKED OK. 
OFFICE; UPDATED LOG. 


OFFICE; ASSISTED A CITIZEN FROM THE H&K 
COMPLEX. ADVISED E-40 OF THE SITUATION. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE 
H & H PARKING STRUCTURE ). WE CHECKED SEVERAL 
LEVELS FOR LAMC VIOLATIONS. ALL CHECKED OK. 


END OF WATCH. 
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